THE  CHURCH  OF  ALL  FAITHS  AT  SANTA'S  VILLAGE 
ROUTE  2.  JEFFERSON,  N.  H. 

The  altar  was  built  in  1890  for  the  Cathedral  of 
Manchester  and  later  transferred  to  Ail  Saints 
church,  Lancaster,  N.  H.  Seven  Bishops  were  conse- 
crated in  front  of  this  impressive  structure.  It  was 
graciously  given  to  Santa's  Village  by  All  Saints' 
Parish  in  Lancaster,  N.  H.  when  the  church  was 
renovated. 
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